
ANALYTISCH- 

BIOLOGISCHES 

FORSCHUNGSLABOR 

MUNCHEN 


ABF GmbH * Goethestr. 20 • 80336 Miinchen 

Philip Morris USA 
Attn; Valerie A. King 
R&D Dept - A- Building 
P.O, Box 26603 
Richmond, VA 23261 
USA 


Laborlciter: 

Priv.-Doz. Dr. Gerhard Scherer 
e-mai i; gefhard. SCh6rer@a.bf-lab.corrt 


Munich, April 7, 2003 


Re: Project Agreements 5 and 6 


Dear Mrs. King, 

Enclosed please find two signed copies of each Project Agreement 5 and 6. 


Best regards 


PD Dr.Gcrh ard Scherer 



Enclosures 


AM GmbH 

Analytisch-Biologisches Forschungslabor 
Goelhestrasse 20 
D-80336 Miinchen 


Knnununikatinn: 

Tel: +49-89-535395 / -535464 
Fax: +49-89-5328039 
e-mail: iDfo@abf-lab.coiD 
Internet: www.abf-lab.com 


Gesehaftsfiihrer: 

Priv.-Doz. Dr. Gerhard Scherer 
Sitz der Gesellschaft: Miinchen 
Amtsgerichr Miinchen 
HRB 141758 


Bankverbindnnz: 

HypoVereinsbank Miinchen 
BLZ: 700 202 70 
Konto-Nr.: 656 803 320 


PM3006785589 


Source: https://www.industrydocuments.ucsf.edu/docs/fgnx0001 



